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In reference to the draft procedures you forwarded to me 
for conducting construction activities in Zone I of Tower A, which 
is fireproofed with a sprayed on coating of asbestos and encapsulated 
with an overspray sealer, Engineering Department staff have reviewed 
the test results obtained by Risk Management and are in agreement 
with the general procedures proposed. 

It is my understanding that "Schedule E", a copy of which 
was separately furnished to Mr. Montalbano, and which conforms to the 
general procedures identified above, will be an attachment to Tenant 
Alteration Application Permits which are issued for construction work 
in this zone. It is also my understanding from discussion with 
Mr. Montalbano that WT staff will develop a specif ication for in- 
clusion in cont racts issued by the PA for work to be performed In 
this zone which will be modeled after the general procedures Identified 
abuind . " — — — 

In particular, I wish to emphasize very strong support for 
monitoring the atmosphere during construction activities, the main- 
taining of the long term records and the close supervision by PA 
Inspectors to assure the construction activities do not cause asbestos 
contamination of the WTC atmosphere. 

To provide for those circumstances when the Contractor's 
construction procedures may be required to be modified because of 
excessive asbestos disturbance, net . cost provision should be considered 
for incl usion in PA contracts to" provide tor a method of compensation 
to the Contractor tor any increases xn his costs. 
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